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11 April 1963 


Dr. Glenn T. Seaborg 
Chairman 

United States Atomic Energy Commission 
Washington 25, D. C. 

Dear Glenn: 


Thank you very much for the copy of 
your Commission's Annual Report to Congress which 
you so kindly sent to me. 

I am sure the report will be very 
interesting to me, and am looking forward to reading 
it. 


Sincerely, 

%m 

Herbert Scoville, Jr, 


O/DDR/mh 
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